Benson & Hedges Ultra Lights 5 mg 'tar.' 0.4 mg nicotine-Alpine 

15 mg 'tar,' 1.0 mg mcotme-Basic and Cambridge 16 mg 'tar,' 

11 mg mcotine-Merit 8 mg 'tar,' 0.6 mg mcotine-Parliament Lights 
and Virginia Slims Lights 8 mg 'tar.' 07 mg nicotine-Marlboro 

16 mg 'tar; 11 mg nicotine av per cigarette by FTC method. 


SURGEON GENERAL'S WARNING: Smoking 
Causes Lung Cancer. Heart Disease. 
Emphysema. And May Complicate Pregnancy. 







